NEW SENECA HOTEL 

Residential and Transient 
BROAD AT GRANT - COLUMBUS, OHIO 


250 Rooms and Suites 
Circulating Ice Water in Every Room 
THREE DINING ROOMS 
Exceptional but Not Expensive 
Finest Food in Central Ohio 
Unique Beverage Room 


Lobby Entrance to Our Own Fire-proot Garage 
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